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PHAN 2753 IK 48556, 4 AUG K-61 
HY^AT cable filed J2K-6-1M/1 


OSI AWD A-2 HAVE FILES ON AttFJCH MOSS THEY JUGOtST *£ RaVIfcV.. 3f:OS3 FORMERLY 
WAS OK OPS INTEREST TO *0TK AGENCIES. OSI DROPPED j Hi 1954 DO TC OCX- ?i'CEISE 
OF OPF3UTION3. A-2 INTEREST WAS PERIPHERAL IK 1956. 

ASKS VkETHER TO INDICATE UPHILL SECURITY I>TTfiv ST ■•NO PEVIb FILLS CP TO REQUEST* 
SUMMARIES OF TNL PILES 70H PASSING TO UP -ILL. 
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